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Executive for Inspection and Security 18 Jane 1918 
Bepeutive for Aduinistration and Management 


Revised Table of Organisation for the Physical Security Division, 
Security Branch, Ingpeotion and Security. 


1. he table of organisation for the Physical Security Division, Secu- 
rity Branch, Inspection and Security, is revised as follows: 


adds 5 Receptionists ~ CAF-3 25x9 
2. Thie addition provides for a total o receptionists CAP-3, and 
dimereases the table of organisation for the Executive for Inspection and 


25X9A2 seeurity to [departmental positions. 


3. The persomel celling for the Emcutive for Inspection aad Security 
fer the reeaining quarter of the fiscal year 1918 remains the same and is: 


Departmental - pesitions 
25X9A2 Field 7 ee ditions 
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